VICTORIA FALLS in South Africa, known by the African natives as "the smoke that
thunders," were discovered by Livingstone in 1855. They consist of several cascades, which
hurtle into the narrow gorge of the River Zambezi shown above; and during the rains the
columns of vapor that arise from their foaming vortices may be seen twenty-five miles away.
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